Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OTTAWA 03530 012128Z 

60 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO OC-06 CCO-OO SSO-OO /024 W 

074718 

O012113Z SEP 76 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 924 

CONFIDENTIAL OTTAWA 3530 

PASS SY/T 

E.O. 11652: GDS 
TAGS: ASECACOM 

SUBJECT: LOCK MALFUNCTION ON C&R VAULT DOOR 

1 . OTTAWA'S C&R PERSONNEL HAVE ADIVSED READ VAULT DOOR TO 
C&R HAS A MALFUNCTIONING S&G COMBINATION LOCK. THE SY 
NUMBER FOR THE VAULT DOOR IS 14367 RPT 14367. THE DOOR HAS 

TO BE REPEATEDLY CHECKED AT COB BECAUSE LOCK FREQUENTLY DOES 
NOT CLEAR AND CAN BE OPENED BY TURNING DIAL TO ZERO AND 
RESETTING BUTTERFLY. VAULT DOOR CAN THEN BE OPENED AS IF 
COMBINATION HAD BEEN DIALED. 

2. SUGGEST INSTRUCTIONS BE CALBED TO CORRECT PROBLEM OR 
SY TECHNICIAN BE SENT SOONEST. 

3. ALSO, HARRING HALL MARVIN SAFE, SY 14340 RPT 14340 

CAN NOT BE LOCKED BECAUSE PINS ON BOTTOM DRAWER WILL NOT 
RELEASE INTO LOCKING POSITION. PLEASE ADVISE THE SAME AS 
INSTRUCTIONS IN PARA 2. 

DUEMLING 
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